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j OKA - 


25X1 A 


1 1 October 1966 


To: 


Subject: FIRST RUNS WITH HELMET COOLING 


Dear Bruce, 

The attached graph is self explanatory. It represents 
our first group of data on the new "refreshing" helmet. 

Best regards, 25X1A 


meb 

Attachment 
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